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MEMORANDUM FOR THE UNITED STATES INTELLIGENCE BOARD 


SUBJECT : Addition of Annex J to Manual for Sanitization, Decontrol 
and Downgrading 


REFERENCE : USIB-D-41. 12/16 (COMOR-D-7/44), 3 November 1965, 
Special Limited Distribution 


' 1. The attached memorandum on the subject from the Chairman of 
the Committee on Overhead Reconnaissance (COMOR) provides for Board 
information a new COMOR-approved Annex J to the Manual for Sanitization, 
Decontrol and Downgrading which was circulated by the reference. The 


Annex is designed to permit iti i ontrolled information 


2. Unless a Board member requests that this item be placed on 
the agenda of a USIB meeting prior to the close of business 14 June 1967, 
it will be recorded as having been "noted" by the USIB as of that date. 
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